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LIMITED OFFICIAL USE BUENOS AIRES 8578 
LIMDIS 

FOR ARA/ECA ZIMMERMANN 
E.O. 11652: N/A 

TAGS: PARM, TECH, MNUC, AR 

SUBJECT: ARGENTINE DELEGATION FOR NUCLEAR TALKS 

1 . FONOFF STATES THEY WILL FIELD TEAM OF DEPUTY 
FONMIN ALLARA; AMBASSADOR TO GENEVA DISARMAMENT 
TALKS ORTIZ DE ROSAS; AMB BARBOSA, DIRECTOR 
INTERNATIONAL ORGANIZATIONS; REAR ADMIRAL CASTRO 
MADERO, HEAD OF CNEA; MIN. ESPECHE GIL OF NORTH 
AMERICAN AFFAIRS; AND MIN. ADEN OF INTERNATIONAL 
ORGANIZATIONS FOR DISCUSSIONS WITH TEAM DESCRIBED 
IN ZIMMERMANN/CHAPLIN TELCON NOV. 14. 

2. PLEASE ADVISE ON TRAVEL ARRANGEMENTS AND 
ADMINISTRATIVE REQUIREMENTS. 
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